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WORLDWIDE AFFAIRS 


FRANCE MAY SELL POWER REACTOR, SUPPLY TECHNICAL AID TO CHINA 
Paris LE MONDE in French 23 Nov 82 p 46 
[Article by B.D.: "France Could Supply Nuclear Reactor Core t. China”) 


[Text] China's desire to buy a nuclear reactor from France is something 

like the story of the sea monster. Back in 1974 the Chinese had already 
shown their interest in the gas-graphite [reactor] system, which had, however, 
been abandoned by the French in 1969, 


Peking's opening to purchases of Western equipment in 1978 led the Chinese 
at that time to plan on buying two PWR reactors from Framatome [Franco- 
American Atomic Construction] and Creusot-Loire, A French trade mission had 
surveyed the possible sites in China and had gone ahead with fairly detailed 
technical studies. Alas, the lowering of the principal economic cbjectives 
during the course of 1979 led to “setting the project aside," Between 
Giscard d'Estaing's trip and that of Michel Jobert in November 198\|, each 
arrival of officials in Peking has been an opportunity to discuss nuclear 
[reactors] again with more or less interest. 


Li Peng, the Chinese vice-minister of weter conservancy and power, who just 
met with Chevenement on 19 November, came to Paris especially to talk about 
the purchase of a reactor, 


The location of a 900-megawatt reactor in Kwangtung Province--and perhaps of 
two reactors in the long term--would make it possible to supply electricity 
not only to Canton but also to Hong Kong, whose China Light and Power 
Company would buy current, 


The strong British presence in Hong Kong, however, justifies the French 
becoming partners with the Erglish to build the first reactor. Framatome 
would supply the nuclear portion (a contract on the order of Fr 2 billion) 
and the British, through the GEC (General Electric Company), the conventional 
portion (the turbines). 


Li Peng discussed the matter thoroughly with industrial leaders and 
financiers in France, In the industrial context, while the Chinese seem to 
be disposed to build this reactor with the French and the British, they want 
one jcountry] to be responsible and therefore, the leader. 





For funding, the French have made proposals (credit over 15 years at a 
consensus rate, or 10 percent or currency credit at the rate of the currency 
in question). 


The Chinese have listened, But the decision to order the reactor is not to 
be made prior to the end of the first half of 1983, if it is made. The 
French, however, are optimistic. Nuclear power has obviously again become 
a Chinese priority. Zhang Shang-ji, vice-minister of nuclear industry, came 
through a few weeks ago to ask for technical aid for the development of a 
Chinese 300-megawatt reactor. The CEA [French Atomic Energy Commission], 
which sees an export market for smaller reactors than the French standards 
of 200 and 300 megawatts, had begun to study the development of a power >f 
300 megawatts [as published]. An agreement for technical cooperation could, 
therefore, be signed during 1983. 


In further proof of the the Chinese interest in atomic energy, the first 
exposition of Chinese nuclear technology opened recently in Chengdu 
(southwest China). Peking authorities have permitted an exposition on 
French nuclear technology to take place next September in the Chinese 
capital. 


9969 
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JAPAN 


JAPAN-U.S. NUCLEAR FUSION TEST OBTAINS BETA FACTOR °F 4.6 PERCENT 
Tokyo KAGAKU SHIMBUN in Japanese 1 Oct 82 p 1 


[Text] As a part of nuclear fusion research and 
development based on the Japan-U.S. agreement on energy 
research and development cooperation, Japan Atomic 
Energy Research Institute [.JAERI] (Board Chairman: 
Tsuneo Fujinami) has sent its staff to General Atomic 
of the United States since August 1979 to carry out 
experiments to obtain a high beta value in a plasms of 
noncircular cross section by using the “Doublet III Test 
Device.” At 2 am, 29 August, the joint Japan-U.S. 
experiment achieved a high beta value of approximately 
4.6 percent, much higher than the values obtained so far, 
as the average beta value for the entire core of the 
device. The device wes originally proposed by Japan 
(JAERI) and has a D-shaped (kidney-shaped) cross 
section. The attained beta value is much higher than 
the previous record of about 3 percent obtained with 
JFT-2. The new record has reached an average beta 
value of nearly 5 percent, a value required in the 
international tokamak test reactor “INTOR,” as well 

as in the "Nuclear Fusion Test Reactor" that wii! be 
built as a successor to the critical plasms testing 
device "JT-60" presently under construction at JAERI. 
This achievement was highly praised at the Ninth 
International Conference on Plasma Physics and 
Controlled Fusion organized by IAEA (Internat ional 
Atomic Energy Agency) and helf in Baltimore in early 
September. 


In order to achieve self-ignition and maintain nuclear burning of plasma 
in a fusion reactor, ultrahigh temperature plasma must be confined in the 
reactor. In a magnetic confinement device such as a tokamak reactor, 

hto plasma is confined by magnetic fields (the plasma in the reactor is 
compressed by the magnetic field pressure, acting against the plasma 

gas pressure). The ratio of plasma pressure to magnetic field pressure 
is called the beta value and is usually expressed as a percentage. 











Thus, it is possible to confine 2 plasma with weak magnetic fields in a 
reactor with a large beta value. This will result in the reduction of 
technical difficulty associated with the generation of magnetic fields, 
smaller device size, and a great reduction in construction cost. 


Theory suggests that a high beta value can be obtained in a noncircular 
plasma cross section, elliptical or D-shaped. It has been an important 
task in the research and development of ouclear fusion to prove this theory. 


The experiment conducted on Doubliet III has not only proven that noncircular 
plasma generates a high beta vaiuve but has also produced a world record of 
4.6 percent. 


The average beta value of 4.6 percent was attained in the following manner: 
(1) plasma aspect ratio (vertical versus horizontal size) = 1.4; 

(2) average plasma density = 7 x 1019 particles per cm?; (3) central plasma 
temperature = 550 electron volts; (4) plasma current = 340 kiloamperes; 

(5) toroidal magnetic field strength = 6.4 kilogauss; and (6) input power 
of neutral beam injection heating = 3.5 magawatts. 


These results were obtained during the first phase of high beta experiments 
in which the plasma was heated by increasing input from two neutral beam 
injectors which were installed in September of last year. A third neutral 
beam injector will be installed next summer. The experiment, which is 
designed to achieve higher beta values by raising the plasma density and 
temperature, will continue. The objective of the experiment will be to 
understand the limitations imposed on beta values and conf inement 
characteristics in high temperature plasmas. Then, the experiment will 
enter the “Big D Project” phese by replacing the current vacuum vessel 

with a larger, D-shaped vessel. The new vessel will be used in elucidating 
research topics essential to a high performance fusion device, such as the 
understanding of the characteristics of a Large volume, noncircular 

plasma and size of an actual reactor (25 M 3) and the verification of high 
beta values in the high temperature regime. 


In anticipation of improved beta vlues, a design standard of five percent 
has been assumed in the international experimental Tokamak reactor “INTOR" 
and JAERI*s “Nuclear Fusion Test Reactor,” which is to be built after 

the "JT-60" Tokamak. The significance of this experiment is not limited 
to achieving a world record in average beta value, but it also supports 
the realistic expectation of reaching the beta values needed in experi- 
menta!? “usion reactors. 
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ARGENTINA 


URANIUM CONCENTRATE PLANT INAUGURATED 
Buenos Aires MERCADO in Spanish 11 Nov 82 pp 43-45 


[Text] Despite the pressures from the big powers and the 
nation’s economictroubles, the Argentine nuclear plan is 
gradually becoming a reality. Argentina took a significant 
step forward when it started to produce its own nuclear fuel. 
Another important step will be the start of operation of the 
Los Gigantes mining and industrial complex, located in Cordoba 
province, scheduled to open next week. This complex is the re- 
sult of a contract between the CNEA [National Atomic Energy 
Commission] and *he Eduardo Sanchez Granel firm. Operating 
under this contract, Sanchez Granel built the first private 
uranium concentration plant in the non-industrialized world. 
This places Argentina in an excellent position for achieving 
the objectives of its nuclear plan. 


The contract signed by Sanchez Granel and the CNEA covers the 
completion of the definitive project, prospecting, exploration, 
evaluation and mining of the area for a 15-year period, uncer 
the general supervision of the CNEA, which will receive the en- 
tire production of uranium concentrate, or yellow-cake. The 
construction and start of operation of the complex has taken 3 
years and an investment of approximately 300 billion pesos. 

The financing for the project was provided as follows: 50 per- 
cent by the Sanchez Granel firm with the balance provided by 
bank credits from the National Development Bank, the Rio Bank, 
Citycorp, and a consortium formed by the Shaw Bank and Brown, 
Shipley @ Co of “ngland. [In all, 130 people will be employed, 
including both professionals and workers. 


“he area involved cons.sts of 100 square kilometers and is 
located 80 kilometers west of the city of Cordoba. The esti- 
mated reserves amount to 1,000 tons of uranium and are consi- 
dered low-grade nuclear raw materials. Nonetheless, the CNEA 
has decided to work this field, using three uranium concentrate 
plants: San Rafael ard Malargue in Mendoza, and Los Gigantes 








in Cordoba. The invitation for international bids was issued in 
1978, and the contract was awarded to Eduardo Sanchez Granel 
Engineering Projects, on the basis of its highly detailed pro- 
posal and the best price offered. The other bidders were: 
Gardebled-Vialco; Quitralco-Phoenix Laboratories; and Alianza 
Construction-Alianza Oil. 


According to Americo Timonieri, the manager of Geocor, a 
Cordoban firm handling geological work in the area, the con- 
tract requires the contracting firm to produce 100,000 tons of 
uranium oxide a year. To do this it must mine 700,000 tons of 
rock a year, of which only 450,000 tons are usable, while the 
rest is waste material that is discarded. To date, he explained, 
we have done detailed prospecting of 430 hectares, which has 
produced positive results, providing an increase in known re- 
serves. Exploration required the drilling of 1,000 wells, each 
with an average depth of 50 meters, and an investment of appro- 
ximately $2 million. The mining work done, he added, confirms 
the prior studies done by the CNEA, and ensures compliance with 
the contract for the next 15 years. This work also eliminates 
the mining risk present at the time of bidding. 


The entire project, said the firm's director, the engineer 
Eduardo Sanchez Granel, was conceived by Argentine profession- 
als using Argentine technology. Only the ion exchange plant, 
made entirely of stainless steel, was built in the United States 
at a cost of $4 million. The reasons behind this decision, 

he said were purely economic and financial, given Argentina‘s 
Situation in 1980, when the plant was begun. In addition to 
Sanchez Granel, which has done all of the civil engineering for 
the project and its general coordination, the Cordoban firm, 
Geocor, also worked on the construction of the Los Gigantes 
complex, handling geological work. The project engineering was 
done by another Argentine firm, Adrem Corporacion Industrial, 
while the detailed engineering and construction of the ion ex- 
change plant were done by the U.S. firm, Brown & Root Inc. 


This complex, one of the largest mining projects undertaken 
Since the promulgation of the Mining Stimulation Law, also re- 
quired the participation of other private companies, some of 
which were Argentine and some foreign. Road construction equip- 
ment was provided by Macrosa Crothers Machinery, a representa- 
tive of the Caterpillar American Co and of Astarsa. The trucks 
for transporting the ore were purchased from Fiat. About 1,200 
tons of sulphuric acid a month will be provided by Duperial. 
“his acid will be transported to the plant by tank trucks spe- 
cially built for this purpose by Gentile Transport, an Argentine- 
owned firm. The concentration plant‘’s building, whose area 





vers over 600 square meters, was built by a Cordoban firm, 
"sa. The construction method chosen, prestressed con- 
crete, was selected because of its speed of constructicn and 
the results demonstrated with the use of this method in other 
industries in Argentina. 


; rete 


Creating a complex like this in the heart of the mountains, at 
an altitude of 1,700 meters above seailevel, was not easy. They 
had to build 10 kilometers of mountain roads and 30 additional 
kilometers of high-country secondary roads. This meant moving 
about 380,000 cubic meters of rock. A j30-he.*are embankment was 
created for building the plant, entailing the moving of 500,000 
cubic meters of soil, enough to build a road 25 kilometers long. 
Over 3,000 square meters under roof are to be used for housing, 
offices, laboratories, a factory, shops, and the actual plant 
itself. A platform of 45,000 square meters was built to in- 
stall the 12 static lixiviation tanks (this is an intermediate 
process before reaching the final stage of yellow-cake). There 
are two sulphuric acid tanks each with a capacity of 2 million 
kilograms, 10 tanks each with a capacity of 1 million liters, 
and the ion exchange plant. To guarantee the area‘s environ- 
mental protection, a dam was built for the evaporation of efflu- 
ents. It measures 20 meters in height and 400 meters in length. 
The water surface area is $3 hectares. This necessitated moving 
600,900 cubic meters of soil. 


This project, added Sanchez Granel, combined with the plants 
recently opened by the CNEA in Ezeiza anc Cordoba, will allow 
Argentina to complete the nuclear fuel cycle inside Argentina. 
Now it will be possible for Argentina to produce fuel elements 
ising Argentine uranium, at a lower cost than the price of im- 
ported uranium. 

This project, which has both national and international 
significance, according to Sanchez Granel, will guarantee that 
Argentina will have control of the nuclear fuel it consumes and 
technological mastery of this field¢c. This will give us suffi- 
cient security to continue introducing design improvements and 


new developments in the field of nuclear fuels into Argentina. 
History of Los Gigantes 

The Los Gigantes uranium district covers an area of 625 square 
kilometers, located in the departments of Cruz del Eje, Punilla, 
and San Alberto, in the province of Cordoba. The first indica- 
tions of uranium ore in the area go back to 1957. Some years 


later, in 1965, the CNEA's geologists discovered “yellow ore,” 
uranium, which led to a detailed aerial prospecting survey. 





From 1965 to 1968, an intensive ground prospecting program was 
conducted in an area of 120 hectares, and preliminary explora- 
tion was begun in the “Schlagintweit”™ field. This documented 
the continuity of the uranium ore, although it was found to be 
present at low concentrations, without economic interest at 
that time. In the middle of 1977, the CNEA resumed its regular 
exploration of the district, conducting 14,000 meters of dril- 
ling, which led to a rapid increase in the reserves of ore con- 
sidered economically feasible for mining. This led to the de- 
cision to offer this area for mining and development to private 
companies. At the end of 19%.,, an invitation for bids was is- 
sued, and in July 1979 the contract was signed with Eduardo 
Sanchez Granel Engineering. 
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Los Gigantes Uranium District 


l. Contract area 
2. Uranium fields 


“We believe that this offers a clear example of reconciling the 
state's interests--for the state retains ownership of the field, 
sets the mining quotas, and arranges for the rational undertaking 
of mining activities in accordance with our nuclear and energy 
development plans--and the role of private enterprise, which, 
with the legal system we have in Argentina, has a vast score 

for action, providiry venture capital and completing the state's 
activities with the prospect of a certain market and the con- 
sequent earnings,” explained Eduardo Sanchez Granel. 








The Mining Stimulation Law, he added, which does not apply 
solely to nuclear ergy but to almost all of the mining indus- 
try, was designed for use in relation to the Los Gigantes mining 
district, in order to provide benefits such as tax exemptions, 
exemptions from customs tariffs for some elements that have to 
be imported, and other advantages that are essential for the 
development of the mining industry. This sector has very spe- 
cial characteristics because of its high risk and its very ex- 
pensive initial investments. It encourages the creation of re- 
gional poles of development, creates its own resources in very 
remote areas, and generates new jobs. 
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BRAZIL 


CONGRESSIONAL INVESTIGATING COMMITTEE RECOMMENDS SAFETY 
Sao Paulo 0 ESTADO DE SAO PAULO in Portuguese 18 Dec 82 p 24 


[Text] To insure greater protection for the population, the Congressional 
Investigating Committee (CPI) on the nuclear agreement yesterday recommended in 
Brasilia in its final report that atomic powerplants be provided with the 
necessary safety features “over and above any interest of an economic nature." 


According to the conclusions of that CPI, safety should receive the greatest 
attention in the planning and execution of nuclear powerplant research accivities. 
Moreover, all powerplants should be kept up to date on improvements of safety 
systems which would include the reduction of the effects of radioactivity in 

the environment. 


The CPI report, prepared by Senator Milton Cabral (PDS-PB [Social Democratic Party 
of Paraiba]), also recommends that the Federal Comptroller General make an 

audit of the Angra I Nuclear Powerplant for the purpose of verifying and explain- 
ing figures relative to the following items: total cost of the powerplant, with 
amounts separated into direct and indirect costs, and what is the relative in- 
increase in cost over the amount contracted for; final cost of the final compen- 
sation to Westinghouse because of the transfer of the piping assemblies meant 

for the Angra I Powerplant to the Itaorna work site; and the amount of the 
payment made by FURNAS retroactively to the Angra I contractors; increase in 

the cost of projects due to the addition of supplements to contracts and how 
much those supplements represent with respect to previous amounts and what was 
the proportion of the increase considering the rate of inflation. 


According to the CPI suggestion, that audit should also investigate the direct 
cost of the Angra II foundations, clarifying separately the final number and 
costs of the pilings built, the cost of reinforcement and of the slab over then. 


8908 
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BRAZIL 


SPENDING CUTS WILL NOT AFFECT NUCLEAR FUEL CYCLE PROJECT 
Sao Paulo O ESTADO DE SAO PAULO in Portuguese 31 Dec 82 p 22 


[Text] Minister of Mines and Energy Cesar Cals said yesterday that the real 
decline of 40.57 percent in spending by NUCLEBRAS [Brazilian Nuclear Corporations] 
approved for 1983 is not going to affect the nuclear fuel cycle because it is 
essential for obtaining that technology for Brazil. Cals said that he will discuss 
ways of increasing its spending with corporation president Paulo Nogueira Batista. 


The minister could not say what the length of the delay will be in the beginning 
of operation of the nuclear powerplants due to cuts in the NUCLEBRAS budget. He 
said that "“NUCLEBRAS asked for resources for maintaining the same rate of activity 
in 1983 that it had in 1982. lbw, with the cuts, we are going to see how it mkes 
out." 


Assistant Secretary of the Miristry of Mines and Energy Antonio Felicio said, in 
turn, that too much should not be made of the cut made in NUCLEBRAS spending in 
terms of a reduction in its activities because in 1983 it will be more free of 
debt. According to him, NUCLEBRAS paid many of its debts this year and the sum 
of its debts in 1981 is much smaller. He said that NUCLEBRAS received 15 billion 
cruzeiros from the National Treasury precisely for the payment of foreign debts. 


Felico and Cals also could not say how much of NUCLEBRAS spending will be 
allocated for each of its projects, such as the uranium enrichment plant under 
construction in Resende, Rio de Janeiro, ithe nuclear powerplants Angra II and 

III in Rio de Janeiro and Iguape I and II in Sao Paulo. At the next meeting 
between Cals and the president of NUCLEBRAS the amountsof money for each of those 
projects should be established. 


8908 
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BRAZIL 


DELAYS FURTHER POSTPONE OPERATION OF ANGRA 1 To 1984 
Sao Paulo 0 ESTADO DE SAO PAULO in Portuguese 18 Dec 82 p 24 


[Text] Licinio Seabra, president of FURNAS [Electric Powerplants], declared 
yesterday that the Angra I nuclear powerplant will not go into commercial 
operation in October next year but at the beginning of 1984 because Westinghouse 
does not yet have a set time for making the repairs of the preheating systems 

of the steam generators. With the delay of 2 years, the cost to FURNAS rises to 
$260 million, an amount which refers only to interest. 


Seabra explained that Westinghouse is now preparing the third team of technicians 
and engineers, with two of them already assembled awaiting authovization from the 
Nuclear Regulatory Commission (an agency which oversees all nuclear activities in 
the United States) for initiating repairs of all the nuclear powerplants it has 
built which show that defect. 


In addition to the Angra I nuclear powerplant, other Westinghouse-built reactors, 
such as that of Rinhals III in Sweden, Almoraz in Spain, Krisko in Yugoslavia, 
and Mcguire in the United States, show the same defects and cannot operate 
normally under the risk of venting rafiocactive material. 


According to Licinio Seabra, as soon as NCR approves the procedures proposed by 
Westinghouse to fix the defects of its reactors, those three teams of technicians 
and engineers of the company will go to the countries where they are installed to 
make modifications. In the case of Brazil, it is expected that repair work will 
begin in May 1983. Since that work should take a minimum of 5 months, at the 

end of which final operational tests will begin, Licinio Seabra believes that 
commercial operations of Angra I will be possible only in the early months of 
1984. 


Diesel Reactors [as published] 


Another problem arising with the diesel reactors of the auxiliary backup 
system--still not resolved by the U.S. Company, Fairbanks Morse--is also delaying 
reactor power tests in which FURNAS expected to raise the load of the powerplant 
to 50 percent or nearly 300 megawatts for the first time. Licinio Seabra still 
does not know when it will be possible to make those tests under load in view of 
the successive delays which have occurred. At any rate, the power from Angra I 
will not be needed for the power system. According to the FURNAS president, 
there is a large surplus of power. 


12 








He emphasized that with the entry into operation of the Itaipu Hydroelectric 
Plant, it is estimated that the south and southeast regions will have a "firm 
surplus” of 1.8 to 2 million kilowatts of power for the next 10 years, in 
addition to the margin of reserve required for insuring the system. 


He also said that the foreign debt of FURNAS is $2.7 billion. The 1983 budget 

has not yet been approved, but Liciaio Seabra said that many projects are 

already being postponed, among them being that of Sao Felix, the AC circuit from 
the Itaipu transmission line, and other hydroelectric plants which would have 
their operations begun next year, so that the company can place itself within the 
framework of the budget cuts. With respect to debts to construction companies, he 
said he expects to reduce the balance of 11 billion cruzeiros owed to a maximum 
of 7 billion cruzeiros by the end of the year. 


Ecological Station 


FURNAS and the Special Secretariat for the Environment (SEMA) signed an agreement 
for the installation of an ecological station in the region of the Almirante 
Alvaro Alberto nuclear powerplant with the aim of protecting the local flora 
and fauna, performing research on possible changes and protecting the environment. 


Pursuant to the agreement, FURNAS takes on the task of watching over and pre- 
serving the area located between the Fora do Mamede Beach and Guariba Beach, 
including Ilha Comprida, and of making available the use of its physical and 
administrative structure during the phase of installation of the station and to 
cede, through a specific contract of commodatum, an area it owns to SEMA, an 
area of 70 hectares located facing the beaches of Mambucaba and Batanguera. 
FURNAS also pledges to work with SEMA in the development of a program of physics- 
chemical-bilogical information to serve as a reference for the establishment of 
future nuclear powerplants. 
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BRAZIL 


CNEN EXPENDITURES TO INCREASE BY 203 PERCENT IN 1983 
Sao Paulo 0 ESTADO DE SAO PAULO in Portuguese 30 Dec 82 p 22 


[Text] Spending by the National Nuclear Energy Commission (CNEN) in 1983 will be 
203.94 percent greater than that of this year in real terms, according to the 
budget of the Special State Company Oversight Secretariat(SEST). The CNEN spent 
865.8 million cruzeiros in 82 and in 83 it will spend 3,308,600,000 cruzeiros. 
Technicians of the Ministry of Mines and Energy explained this phenomenon as 
being the result of expenses of the CNEN in transferring the Nuclear and Energy 
Research Institute (IPEN) of Sao Paulo from the state government to its juris- 
diction. However, the technicians could not say what the amount of money to be 
assigned to the IPEN would be nor what increase in spending would be caused to the 
CNEN by this institute. 


NUCLEBRAS expenditures approved by the government for 1983 had a nominal increase 
of 37.49 percent by comparison with thoce of this year, but not counting the 
projected rate of inflation of 78.06 percent next year, they are the equivalent 
of a real reduction of 40.57 percent. In 82 NUCLEBRAS spent 130,645,600,000 
cruzeiros and in 83 it will spend 179,628,600,000. 


The other two power ul compan‘es of rhe electrical sector, ELETROBRAS [Brazilian 
Electric Power Companies Inc] and Itaipu Binational, will ilso undergo con- 
siderable reductions in their budgets. ELETROBRAS will have a nominal increase 
of 37.12 percent, which is the equivalent of a real réduction of 40.94 percent 
because in 82 it spent 448,510,600,000 cruzeiros and in $3 it will spend 
615,175,300,000. Itaipu spent 240,333,900,000, cruzeiros this year and in 83 

it will spend 336,068,400,000, which represents a nominal increase of 39.83 
percent and a real decrease of 38.23 percent. 


Of the companies ir the energy sector, the least affected by budget cuts was 
PETROBRAS [Brazi.iu Petroleum Corporation], since its real decrease will be 
ouly .29 percent. Spending by the state petroleum company this year was 
740,328,600,000 cruzeiros and in 83 it will be 1,320,425,200,000, the nominal 
increase therefore being only 78.35 percent. 


These expenditures, however, according to the assistant secretary general of the 
Ministry of Mines and Energy, Antonio Felicio, will not adversely affect the daily 
petroleum production goal of 400,000 barrels by the end of next year because 
PETROBRAS will primarily invest in the production sector. 
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Mining companies were not spared cuts in spending. The Vale do Rio Doce Compan 
(CVRD) spent 24.,145,800,000 cruzeiros this year and in 83 will spend 
442 ,015,300,000., which represents a nominal increase of 78.12 percent and a real 
decline of 0.06 percent. The Mineral Ressources Prospecting Company (CPRM) spent 
5, 889,700,000 in 82 and will spend 7,404,600,000 in 83, which is the equivalent of 
a nominal increase of 25.89 percent and a real decline of 52.17 percent. 


Priority 


Assistant Secretary of the Ministry of Mines and Energy Antonio Felicio said that 
NUCLEBRAS will give priority in 83 to the projects of the fuel cycle, which in the 
order of strategic importance for the government are the uranium enrichment plant 
under construction in Resende, Rio de Janeiro, and the uranium processing plants 
in Itataia, Ceara, and Lagoa Real (Bahia), the two largest uranium reserves in 

the country. 


In second place on the scale of priorities are the construction of the nuclear 
powerplants Angra I and III in Rio de Janeiro, and Iguape I and II in the region 
of Peruibe, Sao Paulo. Antonio Felicio could not say, however, how much money 
will be allocated to each of those projects, explaining that the allocation 

of funds for the coming years has not yet been done. 


In the area of PETROBRAS, Antonio Felicio cited as priorities, in addition to 

the production sector, changes in petroleum cracking so that more byproducts will 
be produced from the same barrel of petroleum; better byproducts such as diesel 
oil and gasoline. In order to accomplish this, according to the technician, 
PETROBRAS will have to make adjustments in its petroleum refining structure. 
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BRAZIL 


NUCLEBRAS INVESTMENT BUDGET CUT 80 PERCENT 


PY200143 Rio de Janeiro JORNAL DO BRASIL in Portuguese 12 Jan 83 p 21 


[Text] Sao Paulo — A program prepared by SEST [Secretaria Especial de Controle das 
Empresas Estatais] at the end of 1982 provided for an increase of approximately 60 
percent in Nuclebras investments in 1983. Nevertheless, due to the successive cuts 
which have taken place since November, and especially due to the standby policy on 
expenditures imposed by the IMF, state investment for the next term will drop by 80 
percent in real value. 


These estimates were made yesterday by ABLIB [Brazilian Association for the Development 
of Basic Icdustries]. In this program, prepared by the ABDIB Economic Division, 
Nuclebras investments for 1983, including all infrastructure projects and orders of 
capital goods intended for the Iguape-1 and Iguape-2 plants, will reportedly amount to 
$213 million, and through the current freeze by the presidency of the republic, was 


summarily suspended. 


ABDIB has not been irformed as far as the details of the cuts are concerned, or even 
as far as the situation of projected investments for 1984 of the Sao Paulo nuclear 
plants are camcerned, which will reportedly amount to $5’5 million. This organization 
is also awaiting for the reestablishment of the budgets for the Angra II and Angra III 
which in 1983 should amount ot $838 million. 


CSO: 5100/2026 
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PAKISTAN 


PROPAGANDA AGAINST PAKISTAN'S NUCLEAR PROGRAM DECRIED 
Lahore NAWA-I-WAQT in Urdu 21 Nov 82 p 3 
[Editorial: “Opposition of Only Pakistan's Nuclear Program”) 


[Text] Pakistan nas emphasized in the United Nations that benefitting from 
peaceful nuclear technology is the basic right of developing countries, too, 
and they should not be discriminated against in the name of preventing the pro- 
liferation of nuclear weapons, since the imposition of unilateral restrictions 
on them alone cannot stop the proliferation of nuclear weapons. For this pur- 
pose, restrictions should be imposed instead on the development of nuclear 
weapons. The Pakistani ambassador, Mr Shah Nawaz, said this in the United 
Nations while expressing his viewpoint on the annual report presented by the 
International Atomic Energy Agency's director general (former foreign minister 
of Sweden), Mr Hans Blix. 


According to this report, there are now five countries that are stockpiling up 
nuclear weapons, and there are five such countries that, without complete inter- 
national safeguards, have acquired or are about to acquire so much superiority 
in nuclear technology that they are capable of manufacturing nuclear weapons. 
The director gene-al did not name the countries in these two categories, but 

it is well known that the countries producing nuclear weapous are the United 
States, the Soviet Union, Britain, France and China. The countries that have 
acquired this capabilitw and skill regardless of international safeguards are 
Israel, South Africa, Inia, Brazil and Argentina. However, for the last 6 to 

7 years, the only target of opposition by the nucleir powers, especially the 
Western countries under the leadership of the Unitec States, has been Pakistan's 
very limited and peaceful nuclear program. Their fronzied enmity is such that 
they have even imposed restrictions on undertakings. Even the newspapers of 
these countries, in the form of mystery stories based on mere fabrications, 

come up with new innovations and give publicity to the “Islamic bomb." 


Mr Shah Nawaz rightfully emphasized that the basic objective of stopping the 
proliferation of nuclear weapons can be achieved by imposing restrictions on 
their development, for which political agreement on the international level is 
essential. However, all of the pressure is on preventing the developing coun- 
tries from acqu) ring the capability of nuclear technology. In this way, nuclear 
technology will be confined to only a few advanced countries, who would estab- 
lish a monopoly over it for ever. With regard to Pakistan, he said that last 
year Pakistan had installed additional safeguards suggested by IAEA for the 
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nuclear plant at Karachi. Prior to this, from time to time the agency has 
inspected this plant and 70 times during its inspections the agency has de- 
clared this plant's safeguards zs satisfactory. Im light of these factors, he 
described the propaganda against Pakistan's peaceful nuclear program as ex- 
tremely misleading and utterly groundless. 


The Pakistani Government has several times made clarification on these lines 
about its nuclear program, but this has not diminished the storm of propaganda 
against it. The countries stockpiling nuclear weapons are doing so openly. 
Similarly, everyone knows about the countries that have acquired the capability 
and technology to produce nuclear weapons. But they are ignored entirely, and 
Pakistan, and Pakistan alone, is being made the target of criticism. Therefore, 
it is not wrong for the Pakistanis to think that the nuclear powers are not 
ready to accept the fact that the Islamic countries, through Pakistan, should be 
successful in acquiring the capability of producing energy from nuclear tech- 
nology. In this matter, the extent of their discrimination and narrow-minded- 
ness can be seen in the fact that they do not use for themselves the term 
Soviet or American bomb, Christian or communist bomb, Israeli or Hindu bomb. 
Rather, they appear to be the standard-bearers of co-called secularism. Pakis- 
tan's nuclear program, however, is referred to as an “Islamic bomb." In other 
words, the target of their opposition is not only Pakistan's nuclear program 
but the basic right of the entire Islamic world. The Islamic world should 
examine from a similar standpoint the Western countries’ frenzied and wisked 
opposition to Pakistan's nuclear program, and they should cha’ lenge it united. 
It can be said with full confidence that if the other Islamic countries regard 
the Western countries’ baseless and misleading accusations against Pakistan's 
nuclear program as opposition to themselves, the storm of unilateral propaganda 
against Pak‘ stan would subside. 


9779 
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PAKISTAN 


PROCRESS OF NUCLEAR MEDICINE DISCUSSED 
Karachi DAWN in English 13 Dec 82 pp 5, 6 
[Article by Munir Ahmed Khan] 


[Text] THE general standards of public health in Pakistan are still well be- 
low the desired level. That is why the Gov... ment has given priority to the 
expansion and improvement in medical facilities. 


Although we still need a large number of additional hospitals for providing 
conventional basic facilities, yet we cannot afford to ignore the introduc- 
tion of latest medical techniques in the country including the most advanced 
radiation techniques. The pattern and frequency of certain malignant and 
other diseases in our part of the world are such that application of nuclear 
techniques has special significance for us in providing cure and diagnosis. 
For instance, we have incidences of diseases of liver, thyroid, kidney, lung 
and other organs and cancer which cannot be diagnosed and treated easily and 
effectively with conventional methods. 


The radioisotope techniques are now being increasingly employed as these have 
established certain distinct advantages over the conventional methods. pDiag- 
nosis and investigations through radioisotopes, for instance, are not only 

easier to perform but also have far greater accuracy. In many cases it elimi- 


nates the need for surgery which is 
una voidabie in the diagnosis of dis 
eases in underlying ossues in chs 
eases, like goure, radiemotopes 
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The use of X-rays is nor . 
fective in diagnostic work whereas 
xanning with the heip 

radiomsotopes is more reliable. It 








which is not easy to diagnose with X-rays. In fact, there is hardly any 
system in the human body nor is there any fiel. of sedicine where isotopes 
are not needed to play an important role in diagnosis, treatment and research. 


The proper administration of radioactive isotopes enables a doctor to probe 
almost any part of human body and diagnose the exact location of the diseased 
area and the extent of damage to the tissues involved. Apart from their use 
in diagnosis, nuclear techniques are equally applicable in therapeutic work. 
Radiations, for instance, are very effective in killing cancerous cells or 
destroying sufficient amount of tissue in an hyperactive gland and make it 
function normal ly. 


Treatment of cancer depends upon selective killing or removing of the cancer- 
ous tissue. For killing cancerous cells either radiotherapy or chesaotherapy 
is used, whereas surgery is used to remove cancerous growth. In many cases 
a combination of treatment like surgery followed by radiation gives better 
results. The modality of treatment is decided by the doctor, taking into ac- 
count the condition of patient, the nature of the cancer, and other relevant 


factors. 
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bon with other methods is gener cases of large patents and m cases 
ally the treatment of choice and is where size, shape or location make 
used in the treacment of majority of m dificult to treat by any other 
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for cancer treatment would be the however. do not need such sophisn 
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To achieve the above objec tives ranged to provide linear ac 
an ideal ma hine would be an high. celerators at its two new medical 


energy electron accelerator like 


centres at Lahore and Islamabad. In addition, the Commission has also pro- 
vided facilities for interstitial and interacavitary radiotherapy for the 
treatment of interstitial and other gynaecological cancers. Radionuclides 

are also being used in the form of injections or oral medication to act at the 
diseased part of the body. 


The first radiopharmaceutical to he widely used was iodine-151 in the form of 
Sodium Iodide salt. Its use as a diagnostic test for certain thyroid disor- 
ders was established in the late 1940's. As the drug could be administered 
orally, it was sometimes called “atomic cocktail”. This facilitated the wide- 
spread use of radioisotopes for diagnosis, investigation and this therapy of 
several human illness has increased in sany countries. 
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largest nuclear sedical centre called IRNIM 
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vince is 88°. and 64% respec- 
tively. Lips and lungs cancers in 
this regyon are reported to be 2. 8°. 
and 5.18%. respectively. These fi- 
gures may be compared with the 
arenes Sees ta US. The 
incidence of bone and desophagus 
cancers in U.K. is 0.9% and 184% 
while that of lips and lungs is 0.65°. 
and 29°. respecuvely among males. 
These figures point towards causa- 
tive elements in the environment 
and will prove useful in ulnmately 
knowing the causes and possibile re- 
medies against cancer. 


In view of the increasing applice- 
tion of radioisotopes in nuclear 
medicine, it is necessary to locally 
Produce radioisotopes so that they 


ments of most of the radioisotopes 
in near tuture. 





PAKISTAN 


KEEN INTEREST IN CHASHMA PROJECT DISCUSSED 


Karachi DAWN in English 12 Dec 82 Supplement pp I, IV 


[Article by M. Ziauddin] 


[Text] THREE UNTRIES, ween USA, which just a few years 
West m.. Belgium Se pee ng Syl. gh 
and Switzerland are said to European suppliers of power 
have evinced keen interest plants who were also offering the 

and 
in the tenders floated by oe hahag depen ay 
= oo “ that the fuel 
, invi interna- Apprehending 
oe FU aah seston aateat would sip ont of Dee 
qualified suppliers for the . epee tely, pa ite hay twat ac. 
construction of a 900MW ire the capebility of operating 
nuclear power station af their with home made fuel, 
Chashma, 170 miles from the i Goes & age, 
Islamabad. political pressure and 
Knowledgeable circles attribute on West European suppliers 
the quick response to the acute and tried to stop them from passing 
continuing ion in the world nucleer fuel processifig technology 
nuclear market. They say, for the to the Third World. 
five to seven years the West These experts believe chat the 
Seepene of nuclear factor of public opinion which isde- 
power plants have been facing s anti-nuclear in 
decline in demand and West og pede Lye. 
therefore have had to curtail their partly responsible 
This, in turn commercial nuclear activity in that 
has had a adverse im- part of the worid. 
pact on the economies of West a —— 
European supplier countnes. uropean no suppliers 
These counmes had crashed into Pakistan's invitation is regarded by 
this market in the early seventies these experts as an indication 
by committing staggeringly huge the European suppliers have re 
capital in the hope of cashing on a. fused to buckle under US pressure. 
fast developing demand and in the. In the past too, despite US dirap- 
process regaining thew economic proval, France sold a complete 
strength which was suddenly nuclear cycle project to Japan 
weakened by the ou crisis. while West Germany supplied a 
However, by the late seventies similar plant to Brezil 
this projected demand had consid- Recounting Pakistan's own 
erably slackened and the supplier nuclear programme history, these 
countries were forced to readjust experts said that because of the 
their programmes at a very high clash of economic interests bet 
cost. Independent nuclear experts ween US and the West European 
of Pakistan believe that the de- nuclear suppliers, this country’s 
mand slackened in the spin-off of 4 peaceful nuciear programme has 
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CSo: 


Pakistan Atomic Energy Commis-" 
sion told a gathering of Pakistani 
engineers in 1979 that “a power 
reactor normally burns on to three 


9100/4322 


25 


located at Chashma was reportedly 
completed on schedule. Activity on 
the project was slowed down con- 
siderably in later years because of 
ensuing uncertainty. It may be re- 
called here that, a, o 
power generating capacity 
proposed plant had been increased 
to 600 megawatt. 


sources and ask for enrichment 
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PAKISTAN 


NEED FOR ATOMIC ENERGY STATED STRONGLY 
Karachi JANG in Urdu 9 Dec 82 p 3 
{Editorial: “Nuclear Technology and Pakistan") 


[Text] While addressing a gathering of Pakistanis in Washington, President 
Zia ul Haq stated that Pakistan is not engaged in any program for the de- 
velopment of nuclear weapons. However, he said emphatically that Pakistan 
intends to obtain nuclear power in order to remove its energy deficiency. 

He announced that, "If nuclear technology is not transferred to us peace- 
fully, we will obtain it by force." He said that it is the birthright of 

all nations, and especially of developing nations, to obtain new technology. 
He said that it is the birthright of all free countries to have research pro- 
grams for peaceful purposes, and no one can deprive them of this right. So 
far as Pakistan is concerned, President Zia ul Haq said that we have a short- 
age of energy resources. We need electricity and we are building a dam for 
this purpose, but this does not fill our electricity needs. We have some oil 
also, but all these resources are only able to fill 20 percent of our needs. 
The remainder of our needs we fill by importing oil, and this costs us 16 
million dollars, which is half the amount Pakistanis overseas earn by their 
blood and sweat. That is why we are trying to fill this deficiency by means 
of nuclear energy. 


President Zia ul Haq has expressed Pakistan's energy and fuel needs in a very 
reasonable manner. This is the kind of obvious reality which no patriot can 
deny. According to expert estimates, Pakistan's own energy resources, which 
are not in excess of 20 percent, will gradually become less, while the need 
for electricity and energy will increase, because in today's scientific age 
no nation can continue to exist without energy resources. The light of modern 
science and nuclear technology are essential to stop the darkness of poverty, 
ignorance, unemployment and backwardness. President Zia ul Haq was correct 

in saying that Pakistan will obtain this new technology at any cost. This 

is the resolve and intention of the entire Pakistani nation. Nuclear tech- 
nology is necessary for our national survival. If this technology is not 
transferred to us peacefully through our entreaties, then we will not refrain 
from obtaining it by force if necessary. This expression of the country's 
firm resolve before the Pakistanis residing in America was an important neces- 
sity of the time. The entire nation speaks with one voice on this issue. 
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This is an issue about which there are not two views in the country. The 
entire nation is united and in agreement. 


The President has made this announcement in Washington at a time when the 
leaders of America and Pakistan are engaged in the highest level talks. 
Certainly Pakistan's nuclear policy and the hostile propaganda on the Amer- 
ican side will also come under discussion. President Zia ul Haq has proved 
by his irrefutable arguments that Pakistan has no interest in building a 
nuclear weapon, so the propaganda about a so-called Islamic bomb is just 
mischief-making. In this situation, the American authorities should think 
seriously about Pakistan's energy needs, and supplying a better substitute. 

On the one hand the American President Reagan expresses concern over the 
safety of Pakistan in the face of danger, and gives lip service to serving 
the humanity of Pakistan, and assures us that friendship and understanding 
between Pakistan and America are increasing day by day; and on the other hand, 
so far as the effort Pakistan is making to come out of the darkness of poverty, 
backwardness and ignorance and set forth on the road to the goal of culture 
and progress by obtaining modern nuclear technology is concerned, the Ameri- 
can government is not only putting obstacles in the way but is also pressur- 
ing other countries to prevent the peaceful transfer of nuclear technology to 
Pakistan. We want to make it clear to the American government that without 
remedying their conflicting and two-faced policy they cannot truly obtain the 
friendship, support and goodwill of the Pakistani people. 


9914 
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OVERREACTION TO ATTACK ON NUCLEAR STATION FEARED 


Johannesburg THE CITIZEN in English 27 Dec &2 p 6 


{Editorial} 


[Text] 


WE AGREE with the Minister of Energy Af- 
fairs, Mr P T C du Plessis, that South Afri- 
cans should not over- to 


7 
| 


ty measures without a kind of doomsday ap- 
as a result of the ANC attack. 
there was no atomic material on the site 
at the time may or may not have been known 
to the ANC. 

That the ANC will try to attack the power 
station again, even when there is atomic ma- 
terial on the site, is more than a remote 
possibility. 

Capetonians of all colours must now appre- 
ciate what an unscrupulous and callous orga- 
nisation the ANC is, since atomic power 
plants should not be a target for any attack 
because of the great destruction of life an 
atomic leak could cause. 

The attack, thank goodness, has alerted the 
authorities to security inadequacies at the 
plant before the power station is activated. 

It is not enough for Escom to say that thou- 
sands of pcople are working at the sit. and it 
is not possible to keep check on all of them. 

That is an admission of defeat. 
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What is ess€ntial is that Koeberg be made ter- 
rorproof; that security arrangements are so 
tight that ANC terrorists cannot enter the 
power plant and place explosives inside it at 
Seedlate, deidin or ahae to enaemnation ot 
the plant. 
After the ANC attack. Mr Du Plessis an- 
nounced that an investigation had been or- 
dered into security measures at Koeberg; he 
gave an assurance that the commissioning of 
Koeberg “will not be effected at the risk of 


He also emphasised that when the 
plant became operational, only 
strictly screened operators would 
be allowed on the site. 

Mr Roger Hulley. the Progressive Federal 
Party Member of Parliament for Constantia. 
who its not known for ex..cising care when 
making statements on matters of national im- 
portance, immediately launched a “Delay 
Koeberg Campaign ~ 

He labelled Mr Du Plessis statements as “in 
adequate” and said: “The public has a right 
to complete protection from even a remote 
nsk of an incident which could cause a re- 
lease of radiation so close to Cape Town. 

“Now that it has been demonstrated that the 
security of Koeberg has been penetrated dur- 
ing the construction phase. it would clearly 
be irresponsible to activate Reactor Number 
One on schedule early in the New Year while 
construction activities are in progress. " 

“The Delay Koeberg Campaign” will include 
a petition and information meetings. 

The trouble with this kind of campaign is that 
it rouses public emotion and fears at a time 
when the matter should be discussed calmly 
and without undue alarm being created. 

Mr Du Plessis has repeated his earlier assur- 
ance that Koeberg will not be commissioned 
at the cost of public safety. 

It is a promise that must be kept — and we are 
sure it will be. 
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FEDERAL REPUBLIC OF GERMANY 


PLANNED POWER PLANTS UP TO 1989 LISTED 
Duesseldorf ATOMWIRTSCHAFT-ATOMTECHNIK in German Nov 82 p 592 


[Article: "Planned Start-Ups of Power Plants in the FRG Beginning with 
1982") 


[Text] The compilation of planned start-ups of power plants in the FRC, 
based on information from the Association of the Power Industry (VIK), 
contains information for the yeare 1982 to 1989 in tabular form. In this, 
however, one must take into consideration that probably not all projects 
will actually go into operation on the planned start-up dates given by the 
operators. 


For further tabulation of start-ups planned for the period after 1990, we 
are dealing, just as in this compilation, in any case for the hard coal 
power plants listed here, with sites selected so as to be on the safe side. 


Start-Up Planning, 1982-1989 














Capacity Type 
(megawatts of > 
Owner /Operator Power Plant! electric Fuel 
1982 
STEAG/RWE [Steinkohlen 
Elektrizitaets 
Westfaelisches Elektrizitaetswerk 
A.G., Hard Coal Electricity Cor- 
poration/Rhine Westphalia 
Electricity Works, Inc.|] Voerde A 707 s 
GCKM [Grosskraftwerk Mannhein, 
Mannheim Power Company] Mannhe im-Neckerau 475 S 
EW Mark [Elektrizitaetswerk 
Mark, Mark Electric Power 
Plant?| Elverlingen 315 S 








Saarbergwerke [Saar Mines] Voelklingen 230 Ss 

















1982 total 1,727 
Ss 1,727 
1983 
HEW/NWK (HES (expansion not 

known) /Neckarwerke Kernkraft, 

Neckar Nuclear Power Plants] Kruemmel 1,316 K 
Saarbert [Badenwerk/Bayernwerk/ 

EVS [Saar Mines/Baden Plant/ 

Bavaria Plant/EVS (expansion 

not known) ] Bexbach 750 s 
CWH [Chemische Werke Huels, 5 

Huels Chemical Plants?] Marl 130 Ss 

1983 total: 2,196 
K 1,316 
880 

luwK = power plant for heating service; GT = gas turbines 

230 = brown coal; E = natural gas; G = blast furnace gas’ 

H = heating oil; HEL = heating oil EL; I = imported coal; 

K = nuclear energy; M = garbage; P = pumped storage 

R = refinery gas; S = hard coal; W = water power 

Jand chemical residues 

1984 

RWE/Bayernwerk [RWE/Bavaria 

Plant} Gundremmingen 1,310 K 
Preag/Interargem [Preag?/Inter- 

arbeitsgemeinschaft, Preag/ 

Inter Association? } Grohnde 1,251 K 
Badenwerk [Baden Plant} Karlsruhe 550 Ss 
VEW BVereinigte Elektrizitaets- 

werke Westfalen AG, Consolidated 4 

Electric Power Plant, Inc] Gersteinwerk 765 S/E 
STEAG Luenen 110 S 
BKB [Braunschweigische 

Kohlenbergwerke AC, Brunswick 

Mines, Inc.|] Of fleben 350 B 
“Including gas turbine. 

31 


























1984 total 4.446 
K 2,671 
Ss 1,425 
B 350 
1985 
RWE/ Bayernwerk Gundremmingen 1,310 
Badenwerk/EVS [Baden Plant/EVS, 
expansion not known} Philippsburg II 1,362 
Preussag/RWE Ibbenbueren 770 
[sar-Amper Zolling-Anglberg 450 
STEAG / RWE Voerde B 707 
Neckarwerke [Neckar Plants] Altbach 460 
1985 total 5,059 
K 2,672 
Ss 2,387 
1986 
RWE Muelheim-Kaerlich 1,308 
VEW/EW Mark THTR Hamm-Uentrop 308 
GFA [expansion not known} Erlangen 750 
STEAG HKW Herne 747 
Bewage |Berliner Kraft und Licht, 
AG, Berlin Power and Light, 
Inc. ] Berl in-Ruhleben 300 
1986 total: 3,413 
K 1,616 
Ss 1,797 
1987 
NWK /HEW Brokdorf 1,365 
RWE (702) Kalkar 308 
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Stadtw. Krefeld [Stadtwerk 
Krefeld, Krefeld Municipal 

















Power Plant) Krefeld-Rheinhafen 300 
Bewag Berlin-Puhleben 300 
STEAG/VEW Bergkamen B 747 
STEAG Walsum 375 
1987 total 3,330 
K 1,608 
s 1,722 

1988 

Bayernwerk/ Ilsar-Amper 

BAG/Stadtw. Muenchen 

[Bavarian Plant/Isar-Amper 

Bayernwerk AG, Isar Amper 

Bavarian Plant, Inc.?/ 

Stadtwerk Muenchen, Munich 

Municipal Power Plant] Ohu/Isar II 1,369 
STEAG Dorsten A 747 
TWE Neurath 600 
RWE Huerth 600 

(Goldenbergwerk 
[Golden Mine] ) 
1988 total: 3,316 
K 1,369 
S 747 
B 1,206 
1989 
VEW/EW Mark Lingen/Emsland 1,303 
Stadtwerk Duesseldorf 

[Duesseldorf Municipal Duesseldorf- 

Power Plant] Lausward 300 
Stadtwerk Krefeld Krefeld-Rheinhafen 300 
RWE Neurath 600 
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RWE Huerth 600 





(GColdenbergverk) 

1989 tota) 3,103 
K 1,303 
Ss 600 
B 1,200 





See also ATOMWIRTSCHAFT, Vol 26, p 622 (November 1981). 
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FEDERAL REPULLIC OF CERMANY 


RESEARCH MINISTRY'S NUCLEAR ENERCY ALLOCATION PUBLISHED 
Duesseldorf ATOMWIRTSCHAFT-ATOMTECHNIK in German Now 82 p 590 


[Article: “FRG Covernment Expenditures for Nuclear Energy for Fiscal 
Year 1983") 


[Text] Federal Government expenditures for research and technology 
constitute approximately 90 percent of government nuclear reseerch 
expenditures in the FRC. Total Federal Government expenditures for nuclear 
research, amounting to DM 2.159 billion, break down into: DM 960.8 million 
for nuclear research centers; DM 196.8 million for reactor safety and 
radiation protection; DM 571.8 million for reactor development, inclu: lng 
DM 253.5 million for the SNR-300 and DM 232.0 million for the THTR; 

DM 290.5 million for waste management and fuel element development; DM 99.5 
million for uranium enrichment and stcrage; and DM 39.5 million for 
contributions to international organizations. These total expenditures are 
borne, in addition to the BMFT [Federa, “Ministry for Research and 
Technology], by the Federal Ministry of the Interior (BMI) in the amount of 
DM 68.8 million for reactor safety and radiation protection and by the 
Federal Ministry for Economics (BMWi) in the amount of DM 58.0 million for 
safeguarding and final storage of radioactive wastes through the PTB 
[expansion not known]. The BMI has estimated DM 0.4 million of income 
through repayment of the loan for the Essen power plant school, and the 
BMWi DM 150.0 million of advance payments by the future users of the fina! 
storage for radioactive wastes. As a result of these revenues the net 
expenditures of the Federal Government for nuclear research in 1983 are 
reduced to DM 2.008 billion. 


The following table shows important expenditure items in the area of 
responsibilities of the Federal Minister for Research and Technology in 
the plan for 1982, as compared with the projected amounts for 1982 and 
the actual results for 1981. 





See also ATOMWIRTSCHAFT 11/81, p 619. 
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Important Expenditure Items 
(in millions of DM)* for 
Support of Areas [listed] 





Support of reactor development 
Total Costs 








THTR-300 3,000 .U0 
HTR--further development 1,065.2C 
SNR-300 5,407.40 
SNR-further development 363.50 
SNR--safety design 27.00 

Research reactor, low 
enrichment ___ 30.00 
9,893.10 

Of this total sum, the 

Federal Government 
provides in 1981: 571.80 


Reactor safety and general reactor 
safety engineering 


Uranium enrichment, R&D 
Uranium enrichment, capital expenditures 


Fuel element development, waste 
management, R&D 


Fuel element development, waste 
management, capital expenditures 


Basic nuclear physics research, 
planned research 


Basic nuclear physics research, 
capital expenditures 


Non-nuclear energy research 


Share of operating costs, 
Karlsruhe Nuclear Research 
Center, Ltd (KfK) 


Share of operating cost, Juelich 
Nuclear Research Installation, Ltd 
(KFA) 


Share of operating cost, Max Planck 
Institute for Plasma Physics, 
Garching (IF?) 





*Last digit is rounded off 


1983 


(projected) 





571.80 


128.00 
37.00 


62.00 


73.00 


159.50 


55.00 


30.50 


705.50 


359.91 


294.45 


53.58 


1982 


(projected) 





437.00 


130.40 
40.50 


58.00 


72.50 


112.40 


52.00 


28.50 


738.30 


345.31 


282.07 


51.00 


1981 
(actual ) 


393.00 


103.88 
39.14 


51.81 


57.66 


77.56 


50.05 


28.57 


616.08 


220.30 


260.84 


45.49 











Share of operating cost, GKSS-- 
Geesthacht Research Center, Ltd. 


Share of operating cost, German 


Electron Synchrotron, Hamburg (DESY) 


Share of operating cost, Company for 
Heavy Ion Research, Ltd, Darmstadt 
(GSI) 


Share of operating cost, Berlin 
Hahn-Meitner Institute for Nuclear 
Research, Ltd (HMI) 


Share of operating cost, Company for 
Radiation and Environmental 
Research, Ltd, Munich (GSF) 


Capital expenditures, Karlsruhe 
Nuclear Research Center, Ltd 
(KfK) 


Capital expenditures, Juelich 
Nuclear Research Installation, 
Ltd, (KFA) 


Capital expenditures, Max Planck 
Institute for Plasma Physics, 
Garching (IPP) 


Capital expenditures, GKSS-- 
Geesthacht Research Center, Ltd 


Capital expenditures, German 
Electron Synchrotron, Hamburg 
(DESY) 


Capital expenditures, Company for 
Heavy lon Research, Ltd, Darmstadt 
(GSI) 


Capital expenditures, Berlin Hahn- 
Meitner Institute for Nuclear 
Research, Ltd. (HMI) 


Capital expenditures, Company for 
Radiation and Environmental 
Research, Ltd, Munich (GSF) 


Contribution, Max von Lave-Paul 
Langevin Institute, Grenoble (ILL) 
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60.12 


92.84 


51.54 


49.96 


83.10 


99.63 


52.90 


22.00 


18.19 


40.00 


18.44 


34.15 


17.45 


28.65 


54.25 


87.12 


48 . 36 


47.13 


79.40 


88.60 


46.03 


13.75 


18.72 


40.00 


18.55 


25.17 


14.19 


27.94 


55.41 


78.96 


44.55 


44.83 


73.00 


94.47 


52.70 


12.80 


24.65 


40.90 


18.94 


16.45 


16.81 


25.24 











Contribution, European Center for 
Nuclear Research, Geneva (CERN) 


Contribution, International Atomic 
Energy Agency, Vienna (IAEA) 


Contribution, European Company for 
Chemical Processing of 
Irradiated Nuclear Fuels, Mol 
(Eurochemic) 


Exchanges of sciertists with foreign 
countries 


Research planning 
Technology transfer 


Scientific cooperation with foreign 
research institutes 
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209.58 


24.65 


14.80 


7.50 


2.45 


9.90 


9.00 


189.98 


22.04 


14.19 


7.50 


2.30 


9.44 


10.00 


169.77 


21.31 


12.01 


7.04 
2.02 


9.05 


10.00 











FEDERAL REPUBLIC OF GERMANY 


GOVERNMENT EXPENDITURES IN RESEARCH, TECHNOLOGY LISTED 
Duesseldorf ATOMWIRTSCHAFT-ATOMTECHNIK in German Dec 82 pp 644-645 


[Article, file No DK 539.1.1002 (430.1) by Dr W. Gries: "Statistics on 
Government-Supported Nuclear Research in the FRG"] 


[Text] Big discrepancies can frequently be found 

in data on governmeat expenditures for nuclear research 
and technology in the FRG. This is usually the result 
of differences in categorizing the support funds, since 
items which are nominally in the nuclear categcry, 
e.g., expenditures for nuclear research center, usually 
contain considerable amounts of non-nuclear components. 
Governmental net expenditures for nuclear research and 
technology are considerably smaller than the overall 
figures, as becomes especially apparent in analyzing 
government expenditures for nuclear research centers. 


FRG government support for nuclear research and technology is frequently 
represented in the context of funds which are nominally used for this 
purpose. This causes considerable problems, because: 


-~the categorization of individual budget items for nuclear research and 
technology often occurs in a haphazard manner; 


--one German mark of 1957 and 1958 is not comparable in value with a 1980 
German mark, unless cost increases for the intervening period are 
included in the calculation; 


--planning figures and actual figures are frequentiy totaled, in the 
absence of other figures. 


For all these reasons, the data on the extent of governmentally supported 
nuclear research and technology show considerable variation depending upon 
the way they are categorized. Thus official statistics indicate that during 
the period 1956-1979 the total amount spent on nuclear research and 
technology, including basic nuclear research, reached DM 25.6 billion.! 
Nuclear power research is only a small subheading of this. If we were 

to accept the data for energy research programs of the Federal Government, 
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we arrive at an overall! expenditure for nuclear energy research during 
that period of DM 13.9 billion. This always includes nuclear fusion, 
which however in other official statistics comes under the heading of 
“new energy sources.” In considering expenditures for nuclear energy 
research from 1981 to 1983 on the basis of different budget plans, the 
total for nuclear energy research, according to this definition, is 

DM 18.4 billion from 1956 to 1983. A breakdown of these expenditures 
according to different subject areas of energy research is shown in the 
individual nuclear programs, though here too we find some arbitrary 
categorizations. We must therefore consider the expenditure of DM 18.4 
billion for nuclear energy research, including nuclear fusion, as being the 
upper limit of governmental support from the time such support was 
initiated until 1983. Figures in excess of this are caused by adding the 
cost of basic nuclear research, e.g., research on heavy ions in Darmstadt 
or at the DESY Institute in Hamburg. 


Considering the foregoing, an overview of the FRG budgets and those of 
the individual nuclear research centers for the last few years show 
governmental expenditures and revenues for nuclear research as summarized 
in Table l. 


The net government expenditures of DM 1.6 billion for 1983 indicated in 
Table 1 are lower than the DM 2.2 billion which the FRG Government cites for 
nuclear research and technology alone for 1983. The difference can be 
explained by the fact that in the FRG budget the total costs of the nuclear 
research centers include the government participation of nuclear research 
costs, even though the great majority of nuclear research centers has 
already embarked upon non-nuclear projects. This will be demonstrated 
below by an analysis of the nuclear research centers. 


Nuclear Research Centers 


fhe 1983 expenditures by nuclear research centers on the basis of the 
budget are summarized in Table 2. 


These institution, called nuclear research centers in a larger sense, will 
have overall expenditures of DM 1.6 billion in 1983 and have almost 11,000 
manpower spaces. The FRG Government underwrites 80 percent of the cost 

of the nuclear research centers. Essentially this government support 
consists of direct institutional contributions. The funding of projects 
by the Federal Government is of subordinate significance and amounts to 
only 3 percent of the total expenditures of all the nuclear research 
centers. The remainder of the funds comes from the Federal states and 
from third parties, particularly from Euratom and from revenues of the 
research installations. Average payroll costs per manpower space will 
amount to about DM 63,000 for 1983. The share of payroll costs of the 
overall expenditures amounts to 42 percent and is relatively small compared 
with international averages. It would however be wrong to represent these 
expenditures by nuclear research centers as exvenditures for nuclear 
research, including nuclear fusion, inasmuch as these centers work in a 
variety of research areas, as fortunately reported annually and 
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systematically by the Arbeitsgemeinschaft der Grossforschungseinrichtungen 
[Association of Major Research Installations] (AGF). The program budgets 
of the individual centers provide an excellent overview of the research 
areas emphasized. Using the figures shown therein for the expenditures 

of the nuclear research centers in behalf of the various nuclear research 
areas, we arrive for 1982 (the last year for which figures are available) 
at the expenditures by the nuclear research centers for the nuclear 
research area (Table 3). 


The overall connection between these support funds reported for individual 
subject areas and the total expenditures is a bit complex, since the 
allocation to overhead costs is not uniformly handled in the individual 
centers. For 1982, nuclear research expenditures in the nuclear research 
centers are reported to be DM 571 million. Assuming a supplement of 10 
percent being contained in these costs so as to arrive at comparability 

with total expenditures, the maximum 1982 research expenditures in the 
nuclear research centers in the line item nuclear research would amount to 
DM 630 million. This would correspond to a 41 percert share of the total 
expenditures of the nuclear research centers. That is why the nuclear 
research centers are no longer nuclear research centers, but have 

developed into non-nuclear research centers. With an expenditure share of 
41 percent, research in splitting the atom and nuclear fusion is but a 

small part of the research program in the centers concerned. Thus of course 
a simple addition of the overall total expenditures made by nuclear research 
centers results in wrong figures concerning the extent of government 

support for nuclear research and technology. 


We must consider, as we have done in Table 1, the amount of government 
revenues resulting from the law concerning the permanent disposal sinking 
fund. In any case, what happens is that for the specific purpose of 
permanent disposal of radioactive waste in 1983 the advance payments by 
the economy are even greater than actual R&D expenditures in the area of 
final waste disposal. Table 1 contains the entire officially reported 
expenditures for disposal amounting to DM 389.7 million for 1983. This 
includes expenditures by the nuclear research centers, funding support by 
the Ministry for Research and Technology for waste disposal and fuel 
element development, as well as the expenditures by the Federal Physical 
and Technological Center (PTB) for the item permanent waste disposal. For 
1982, the FRG Government will spend about DM 1.6 billion in research funds 
for nuclear power research in the FRG. In relation to about 65 billion 
kWh nuclear electric power which could be produced in 1982, this means 2.5 
pfennigs [DM 0.025] of research funds per kilowatt hour of nuclear 
generated electricity. In France, actual expenditures for civil nuclear 
research and technology are smaller, while nuclear generated electricity 
production is greater. This indicates that specific research outlays per 
kilowatt hour are smaller. They amount to about 0.8 pfennings [DM 0.08) 
per kilowatt hour. 


We should mention also that a portion of governmental nuclear research 
expenditures depends upon political decisions which have little to do with 
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lear research and technology. As an example, among the governmental 

uclear research expenditures for 1982 by the ministry of the interior, 
under the Listing “reactor safety and radiation protection,” we find a 
Federal payment of DM 50 million to the state of Lower Saxony. This amount 
was paid in settlement of a political agreement and had nothing whatever 
to do with nuclear research. This example proves that the designation 
“nuclear researck expenditure” in government budgets is problematic. 
Additionally, we must be aware of the fact that especially for political 
reasons nuclear research in the FRG has been conducted in an atmosphere of 
embarrassment, since research results cannot be applied in actual practice. 
One example is the area of nuclear waste disposal, where certain installa- 
tions were not constructed because of political pressure, while at the 
same time new areas of research were stimulated, also by political pressure, 
which now show up in the statistics (e.g.: alternative disposal tech- 


no los ies). 


it is true that in the FRG there is a formal governmental energy research 
program which is to be conducted in a goal-directed manner. In actual 
practice this is however only partially true. This applies to the state 
as well as to the economv-related sector. Nuclear research expenditures are 
by no means a guarantee that the FRG occupies a leading role in nuclear 
technology. The deciding factor would be to have the possibility of 
converting research results into actual practice, and to do so without a 
variety of political obstacles. Only a close link between innovation and 
research would provide nuclear research, and especially the nuclear 
researchers, with the motivation of pursuing their tasks in an energetic 
manner. 


\uthor'’s address: Or W. Gries, Adenaverallee 90, 5300 Bonn. 


fable 1. Government Expenditures and Revenues for Nuclear Research 
1981-1983 in the FRc! 








Year Est. Actual 
ject Area Est. 1983 _ 1982 _1981 
l. ifety in Nuclear Tech. Installations 
- Nuclear Research Centers 112.5 100.3 94.5 
- Project Support 196.8 247.1 204.8 
Fast Breeder 
- Nuclear Research Centers 99.0 99.2 96.9 
- Project Support 282.5 227.5 230.1 
). Hiech Temperature Reactors 
- Nuclear Research Centers 79.8 92.2 97.0 
- Project Support 282.5 199.5 161.9 
+ Uranium Enrichment 
~ Nuclear Research Centers 20.0 18.6 16.9 
- Project Support 99.0 98.5 91.0 


' sources: Footnotes 3 through 6 











5. Reprocessing/Perm. Disposal /PTB 











- Nuclear Research Centers 157.2 135.7 107.2 

- Project Support 232.5 184.9 135.2 
6. Other Project Support 46.8 46.7 %4.8 
7. Nuclear Fusion 

- Nuclear Research Centers 156.8 139.3 145.0 
Total Expenditures 1,765.4 1,589.5 1,415.0 
8.1 Revenues per Sinking Fund Law 150.0 124.0 - 
8.2 Other Revenues 0.4 0.4 0.4 
Net Covernmental Expenditures 1,615.0 1,465.1 1,414.9 


Table 2. Expenditures of Nuclear Research Centers 1983 (in Million pm?) 


Tabelle 2 Ausgaben der Kernforschungszentren (9B 
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lable 3. Expenditures by Nuclear Research Centers for Nuclear Research 
(in Million pm!) 
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5. Other 


FOOTNOTES 


|. Gries, W. What is the amount of government expenditures for nuclear 
energy? ATOMWIRTSCHAFT 24, August/September 1979, p 415 


veo 
> 


Federal Ministry for Research and Technology and predecessors; first 
through fourth nuclear program, energy research program 1977-1980. 


i. Arbeitsgemeinschaft der Grossforscheinrichtungen (AGF) [Association of 
Major Research Installations]--Program Budget 1982. 


- 


Federal Budget 1983 (Bundestag Publication 9/1920, Individual Plan 30, 
Chapter 3005). 


>. Federal Budget 1983, Individual Plan 6, Chapter 0627. 
6. Federal Budget 1983, Individual Plan 9, Chapter 0903. 


9273 
CSO; 5100/2535 
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FEDERAL REPUBLIC OF GERMANY 


STORAGE, REPROCESSING FACILITIES SURVEYED 


Prankfurt/Main FRANKFURTER ZEITUNG/BLICK DURCH DIE WIRTSCHAFT in German 
26 Nov 82 p 4 


[Text] Frankfurt, November--In the FRG, the handling of spent fuel elements from 
nuclear power plants is subsumed under the heading “nuclear waste disposal” 
{“Nukleare Entsorgung”]. At the present time there are 11 large nuclear power 
plants operating in the FRG, with an output of 9,850 megawatts. In 1982 they 

are expected to generate about 60 billion kilowatt-hours of electricity, which 
corresponds to the combustion of 18 million tons of hard coal. These German 
nuclear power plants make use of the “enriched uranium” which is extracted from 
natural uranium of the earth. For this purpose one needs about six units of 
natural uranium for each unit of enriched uranium. This already represents 

the begirming of the first waste-disposal stage, since at present five parts of 
natural uranium--the so-called depleted uranium--must be stored while only the 
enriched uranium is used for the generation of energy in the light-water reactors. 
In the FRG today, 264 million kilowatt-hours of electricity are generated from 

1 ton of enriched uranium, with this corresponding to the combustion of 80,000 
tons of hard coal. 


700 Tons of Spent Fuel Elements Annually 


But the extent of utilization can be increased more. The hope is to achieve this 
in the next few years by a number of different measures. These are subsumed 
under the concept “burnup enhancement.” The advantage of doing this lies in 

the result that thereupon the tonnage of fuel elements to be disposed of relative 
to the amount of electricity produced will decrease. From these numerical 
relations one can figure out what quantity of spent fuel elements will be 
produced through the generation of given amounts of electricity from nuclear 
power up to the year 2000 in the FRG. The total tonnage of spent fuel elements 
in the FRG will increase to a maximum of 10,000 tons of spent fuel elements 

by the year 2000. As matters now stand, 3,000 tons of this will be disposed of 
by way of arrangements made with foreign countries, so that the fue)-element 
tonnage to be disposed of in this country is about 7,000 tons. If we can 

figure on having an installed nuclear power output of about 35,000 megawatts 

in the FRG in the year 2000, then about 700 tons of spent fuel elements will be 
produced annually, given the extent of burnup to be expected at that time. 


Radioactive wastes likewise are produced at various stages of the nuclear fuel 
cycle via the operation of the nuclear power plants, but for the most part these 
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wastes are oniy weakly radioactive. At present they are being stored in 
appropriate casking, a procedure which reduces the costs, above all because of 

i reduction in volume. Following an interim storage, they are supposed to be 
buried in a geological formation, for example the ore mine of Konrad, the salt 
mine at Asse, or the ultimate storage facility in Gorleben. In the FRG a 
waste-disposal concept has been developed which is being realized jointly by 

the State and industry and which extends from the unloading of the fuel elements 
from the nuclear power plants up to the ultimate disposal cof the radioactive 
wastes. The objective situation in the autumn of 1982 presents itself as 
follows: 


Interim storage: The construction measures for the interim storage facility 

at Gorleben are progressing rapidly. The application for the interim storage 
facility was filed with the Federal Physical-Technical Institute on 3 April 19860 
by the German Association for the Reprocessing of Nuclear Fuels (DWK). In this 
interim storage facility, fuel elements are to be stored in special transport 
casks. The permit required for this under the Atomic Energy Law is expected 

for 1984. The experts’ reports necessary for this purpose which the Federal 
Physical-Technical Institute had ordered will be completed in the fourth quarter 
of 1982, according to information from the Federal Government. 


In January, a second interim storage facility was applied for by the DWK and 
the Steag [Steinkohlen-Elektrizitaet AG] company for the Ahaus site, with 

l, tons of storage capacity. This application was altered on 3 October 1979 
to read that a storage in transport casks was planned. The reports on this 
application ordered by the Federal Physical-Technical Institute are expected 

in the fourth quarter of 1982. A hearing is to take place in March 1983. 

The probable date for issuing the storage permit is 19865. 


Above-ground Storage May Be Practical 
Moreover, interim storage facilities for the nuclear power plants at Wuergasse 


und Stede have been applied for by the operating companies. A storage capacity 
within the transpert casks for spent fuel elements is to be provided on the 


prem i se »‘f these nuclear power plants. The licensing procedure is under way, 
with pubi participation in accordance with Paragraph 7 of the Atomic Energy 
Law. No decisions have been made as yet on the applications. Since the 
construction work at Gorleben is progressing speedily and since the use of 
tran. port casks has already been approved, this ensures that there will be an 


interim storage of fuel elements, on which also the waste-disposal certification 
for German nuclear power plants is relying to an increasing extent. 


heprocessing/alternative waste disposal: The interim storage of spent fuel 
clements is a practice being employed worldwide for the purpose of safely 
carrying out waste disposal on a Long-term basis. Its advantage lies above ali 
in the fact that over a period of time a large number of radioactive elements 
become less of a problem because of their decay. Also, there is a marked 
lecrease in the heat emission--something which must be taken into consideration 
with highly radioactive wastes and with spent fuel elements. In this connection, 


it is important to note that after 100 years the vitrified blocks have only a 
tenth of the heat emission compared to the levels for production in a reprocess- 
ing plant. m the other hand, with a spent fuel element the heat decreases by 
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a factor of only four in a comparable period of time. It follows from this 
that an above-ground storage of vitrified highly radioactive waste may be very 
practical for the purpose of reducing the heat load in a mine, whereas in spent 
fuel elements the heat emission does not fall off so rapidly. 


Reprocessing Being Practiced 


In the FRG, two ways for the handling of spent fuel elements are being pursued: 
That is, the reprocessing of the fuel elements, and a possible direct ultimate 
storage of the fuel elements. The reprocessing of spent fuel elements is already 
feasible on the basis of the present level of science and technology, and it has 
already been gut into practice on a large industrial scale in numerous countries. 


In the FRG, the objective situation with respect to realizing this process is 
as follows: The land-use planning procedure for a reprocessing plant in the 
Schwandorf area has been completed; a site near the village of Wackersdorf has 
been designated. The proceedings based on the Atomic Energy Law have been 
initiated. In Lower Saxony, nuclear-legislation proceedings for a reprocessing 
plant have been instituted by the DWK. The Land Government has proposed the 
Dragahn site. In the other Federal Lands of Hesse and Rhineland-Palatinate, 
the siting plans are being dropped. 


Aside from these domestic efforts for the construction and operation of an 
independent German reprocessing plant, a disposing of German fuel elements by 
means of reprocessing in foreign countries is also going on. On this score, 

we have contracts with the French firm of Cogema [Compagnie Generale des Matieres 
Nucleaires] and with the British firm of BNFL [British Nuclear Fuels Limited] 

for a total of 2,900 tons. Practically speaking, this means the shifting of jobs 
to foreign countries because of the fact that in the 1970's the requisite 
decisions were not made for a domestic waste disposal system with reprocessing 
and interim storage for 4 relatively long term. The foreign contracts on 
reprocessing are clearly the result of basic political conditions in the waste 
disposal sector. It would have been just as easy to have created the necessary 
interim storage capacity for disposing of these 2,900 tons of wastes. 


That would have ensured a considerable number of jobs to the steel industry 

and would have made unnecessary quite a few governmental assistance programs 

for the steel industry. The foreign contracts for reprocessing are a typical 
example of the shifting of jobs from the FRG into foreign countries on account 

of political decisions. They were not necessary for the waste-disposal problem, 
since there was no objective reason at all for having to obtain the waste-disposal 
certification by way of a reprocessing performed in foreign countries. 


In connection with the German reprocessing plant, the corresponding measures 
for the handling of radioactive wastes are being taken also, above all in 

the construction of a vitrification plant for highly radioactive waste at 

Mol (Belgium). In this case as well, the simple licensing procedure existing 
in Belgium was the decisive reason why the vitrification plant was constructed 
in Belgium and not in the FRG. 


The direct ultimate storage of fuel elements is a possibility being pursued 
within the framework of a research program. But in contrast to reprocessing, 
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the irrent level of technology on this is not high. According to current 
research results based on the German research program as well as on international 
research programs, especially in the United States and Sweden, it can be stated 
that the direct ultimate storage of fuel elements is technically possible and 
ecologically sound. By the middle of the 1980's a decision is to be made in 

the FRG on whether and to what degree the disposal of the wastes from nuclear 
power plants will be done by means of reprocessing or by direct ultimate storage, 
Or with a mixed system. 


Ultimate Storage Throws Away Options 


Assuming that reprocessing and direct ultimate storage are considered to be 
equally suited to the final disposal of fuel elements, then in addition to the 
level of science and technology for the two procedures, it is likely that 
above all the costs for the two variants and the uranium prices will have a 
decisive influence on what eventually happens with fuel elements in the FRG. 
But the decision to be made by politicians in the mid-1980's concerning waste 
lispesal on a commercial scale must also take into account the fact that with 
in early direct ultimate storage of fuel elements, all the options are lost 
with respect to a future utilization of the raw materials contained in the 
fuel elements. Therefore it should be expected that even after the decision 
by the politicians in the mid-1980's, reprocessing will be at the focus of 
waste disposal, assisted ty a licensed interim storage of fuel elements for a 
relatively long term, and that direct ultimate storage will come into question 
only for a portion of the fuel elements. 


Ultimate storage: In the FRG, the State is responsible for ultimate storage. 
ver °S percent of all wastes from the utilization of nuclear energy are weakly 
radioactive. Here, little is gained by an above-ground storage, because the 
heat generated is quite slight. These wastes should be put into a geological 
formation as soon as possible. Up to 1979 the salt mine of Asse was available 
for this purpose. Since then the wastes have been stored above ground. 
ubmercing them in the ocean is not being done by the FRG, in contrast to other 
partners in the West. The intention is to put them into the Konrad ore mine 
and particularly in the planned ultimate storage facility of Gorleben, as well 
is in the Asse salt mine. A plan-assessment procedure for the Konrad ore mine 
is been initiated. At Gorleben, research and development work is advancing 
peedily for the ultimate storage facility there. 


Markedly Increased “torage Capacity 


two thirds of the caracity volume at Gorleben is being earmarked especially 


is an ultimate st facility for highly radioactive waste. Highly radioactive 
vitrified waste oe accommodated in the salt mine of Gorleben following 
an interim storac As was already remarked above, it is practical to thus 


‘tore this vitrified highly radioactive waste for up to 100 years. If this 

is done, one does not need nearly so much ultimate-storage volume. Therefore 
the capacity of the Gorleben ultimate storage facility can be increased 
markedly if the vitrified highly radioactive waste is stored for an appropriate 
time above ground. 
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There is no reason at all to make waste disposal from nuclear power plants 
ntangent on a corresponding availability for highly radioactive waste at the 
orleben ultimate storage facility. Although in the past that has been done 
for peititical reasons, in the original waste-disposal concept which the Federal 
overmment had submitted at the beginning of the 1960's that was never under 
onsideration. In view of the long periods of time which must be taken into 
account in the disposal of nuclear wastes, it makes no sense at all to be very 
hasty in burying the highly radioactive waste underground. This is expensive, 
reates unnecessary problems, and therefore is a course being followed only 
in the FRG. No other country in the world intends to store vitrified highly 


radioactive waste underground after only 10 or 20 years. 


When all the stages in the disposal of spent fuel elements are considered, it 
can be stated that the necessary measures have all been instituted, that despite 
particular weak points the disposal of wastes from the nuclear power plants 

in the FRG occupies a leading position on a worldwide scale, and that there is 
mo reason whatsoever to speak about an “unsolved waste disposal problem” in 


the FR 








FINLAND 


SOVIET-MADE LOVIISA NUCLEAR UNIT RECONNECTED TO POWER GRID 
Helsinki HELSIGIN SANOMAT in Finnish 28 Dec 82 p 7 
{[Article: “Loviisa 2 Now In National Network") 


[Text] The second unit of the Loviisa nuclear generating plant was reconnected 
into the national grid on 26 December 1982 after completion of extensive annual 
maintenance work extending over a period of two months. 


For the time being, the unit is operating at half of its capacity owing to 
maintenance work still being done on the other turbogenerator. That work is 
expected to reach completion in a few days. 


On the main, the guarantee period of the Loviisa 2 unit is also nearing termin- 
ation. The guarantee period eaded mainly already in early September 1982, but 
in respect to the rotating parts of the turbogenerator and the corrosion- 
resistant coatings in the pressure boilers it does not end until 5 January 1983. 


One of the most noteworthy projects in the annual maintenance was the inspection 
of the inner surfaces of the pressure containers, still under guarantee. 
According to Ima*van Voima spokesmen no new deficiencies were noted, and that 
the next similar inspection is due at the earliest four years from now. 


In order to conduct the inspection of the inner surfaces, it was necessary to 
dismantle the reactor of the Loviisa 2 unit. The dismantling, inspecting, and 
reassembling caused an extension of the maintenance operation, normally one 
month, to two months. Nonetheless the Imatran Voima was able to carry out the 
annual maintenance within the schedule that it had planned for that operation. 


At this time changes were made within the radioactive sphere in the Loviisa 2 
unit for the prevention of the formation of waterlocks. A waterlock in a curve 
in the piping system could obstruct natural convection circulation causing over- 
heating of the nuclear fuel in an accident situation. Those changes have al- 
ready been made on the Loviisa 1 unit. 


When the Loviisa 2 unit is placed back into operation, all four of the nuclear 
generating units in Finland will be in operation. The Loviisa 1 unit is oper- 
ating at its full rated capacity of 465 megawatts. During the Christmas holi- 
days the Teollisuuden Voima Oy (TVO) 1 unit rated at 660 megawatts operated at 
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65 percent of its rating. On 27 December it was operating at 85 percent of 
capacity. The TVO 2 unit is operating at full capacity. 


An Increase in the Proportion of Nuclear Power 


Statistics provided by the Suomen Sahkolaitosyhdistys (Association of Finland's 
Electric Power Installations) indicate that, during the 12-month period ending 
WW November 1982, the proportion of electricity produced in Finland by nuclear 
power rose to 37.9 percent of the total. The proportion during the previous 
corresponding period was 34 percent. 


The overall production of electricity during the period increased by slightly 
less than 2 perceat. The prediction for 1982 by the Collaborative Committee of 
the Electrical Producers was 3 percent. 


The overall production during the last period was 41.8 billion kilowatt hours. 
Of that amount 31 percent (31.6 percent in the preceding perind) was produced 

by hydropower, 21.3 percent (22.7 percent) by counterpressure means, 4.4 percent 
(6.4 percent) by conventional condenser power as at the Inkoo coal-fired thermal 
plants, and the gross amount of imported electricity was 5.4 percent (5.3 per- 
cent). 


The industrial proportion during the last period of the electricity produced by 
counterpressure power was 5 billion kilowatt hours, which figure is 600 million 
kilowatt hours less than during the previous period. 
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FINLAND 


BRIEFS 


PLANTS REAPPLY FOR OPERATING PERMITS--The Imatran Voima Oy (IVO) and the 
Teollisuuden Voima Oy (TVO) have filed applications at the Ministry of Trade 
and Industry for the extension of the operating permits of their nuclear gen- 
erating plants. The permits of the Loviisa 2 and the TVO 1 and TVO 2 units 
will remain in force until the end of 1983. The Loviisa 1 unit was originally 
granted a permanent permit, but because of changes in the legislation, install- 
ations subsequently constructed have been granted only temporary operating per- 
mits. Permanent permits could not be granted to the three newer installations 
because disposal of the spent nuclear fuel from them has not been arranged in 
accordance with law. Also, inspection of the waste disposal methods at each in- 
stallation is necessary prior to granting of renewal permits, according to the 
Ministry of Trade and Industry. Estimates at the Ministry are that the prepar- 
ations necessary for the granting of the permits will require time until near 
the end of 1983. The intention is ta ask the applicants to submit several 
statements during the course of spring 1983 as a basis for the making of de- 
cisions. The decision can eventually be made at the Ministry of Trade and 
Industry, but in practice the matter may be decided at the Cabinet level, unles.: 
an amendment to the nuclear energy legislation is enacted in the meantime. All 
of the current operating permits have been granted by the Cabinet. [Text] 
[Helsinki HELSINGIN SANOMAT in Finnish 30 Dec 82 } 5955 
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RAPSODIE TO BE DISMANTLED; EQUIPMENT STUDIED 
Paris NUCLELEC in French 7 Oct 82 pp 10568, 10569 


[Article: “Breeder Reactors/France. Definitive Shutdown of the Experimental 
Reactor Rapsodie"™] 


[Text] Rapsodie, the first French experimental fast neutron reactor cooled 
by liquid sodium, in service at the Nuclear Research Center at Cadarache since 
1967, will not be started up again. It had been shut down since January 1982 
because a slight nitrogen leak had appeared on the double covering surrounding 
the main vessel containing the reactor core. 


The Atomic Energy Commiscion indicates that this decision was made after 
detailed research on the means, time involved and costs required to repair 
the defect. This repair was technically possible but would, however, turn 
out to be complicated, time-consuming and costly. In addition, the reactor 
is relatively old (more than 15 years in operation) and it has already ful- 
filled ite assigned objectives, 


Rapsodie, the first large stage in development of the breeder reactor type 

in France, whose initial thermal power of 24 MW (without production of elec- 
tricity) was upped to 40 MW in 1970, was, in fact, designed at the beginning 
of the 1960's for the following purposes: to demonstrate the concept, safety 
and operational reliability of a fast reactor on a significant experimental 
scale, to test the principal components in sodium and to develop and qualify 
the fuels for this type of reactor. The complete success of the early opera- 
tion made possible the decision to build the Phenix, a demonstration reactor 
for production of electricity (250 MW), whose principal components were 
extrapolated from the Rapsodie and whose remarkable success confirmed our 
solid position throughout the world (close to 11 billion kilowatt-hours 
produced since start-up in 1973). After the start-up of Phenix, Rapsodie 

was basically used for intensive experimentation on fuels both for explora- 
tion of the operating limits and for new designs allowin; high combustion 
rates, while Phenix served as o demonstration unit on an industrial scale. 
Success in operating these two reactors makes it possible to launch the stage 
of the high powered prototype represented by the Superphenix reactor currently 
being finished at Creys-Malville (1,200 MW electricity) in cooperation with 
the three DEBENE nations (FRG, Holland, Belgium) and Italy, 
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The Rapsodie operating experiment has been entirely satisfactory. Since the 
beginning, the availability rate has been 73.5 percent; the load factor, 

54.5 percent; a thermal energy of 1.827 billion kWh has been produced; and 
2,703 JEPP (Equivalent Full Power Days) have been completed. More than 

30,000 fuel rods have been irradiated, a large number of them at very 

high combustion rates, the record being 210,000 megawatt-days per ton of 

fuel on a 6l-rod assembly. From every possible standpoint (safety, reliability, 
demonstration of the process, fuel development), Rapsodie has fulfilled its 
experimental role very well. 


The qualification of still higher performance fuels from the standpoint of 
combustion rates through the use of new sheathing materials that eliminate 
the excessive swelling of steels under the effect of neutron fluxes will 
henceforth be done entirely in the Phenix, which is well-suited to this pur- 
pose, while the more analytical experimental program of a fairly limited 
nature remaining to be carried out will be done on other reactors (CEA ex- 
perimental piles or foreign reactors in the context of international 
collaboration). 


The Rapsodie dismantling will be rich in information. First, it will con- 
tribute precious information for this type on the behavior of all of the 
components and materials after 15 years of operation and, specifically, on 
the materials having the defect described above. 


This dismantling will also be conducted with specific attention to acquiring 
the maximum of experience in this type of operation. 


A plan for the reclassification of cperating personnel is being drawn up. 
Those personnel who have acquired valuable competence will be transfered 
primarily to the neighboring breeder reactor research and development area 
at the same Cadarache center. 


9969 
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PROBLEMS AT SAINT-LAURENT, CHINON, GRAVELINES, FESSENHEIM 
Paris NUCLELEC in French 28 Oct 82 pp 10584-10586 
[Article: "Nuclear Power Plants/France: Operation in September 1982") 


[Excerpts}) According to EDF [French Electricity Company] management, the 
operation of nuclear equipment has been characterized by an average avail- 
ability of 51 percent (50 percent for the 900-MW PWR equipment alone). In 
addition to the high number of programmed shutdowns during the summer period, 
this modest result is essentially the result of technical difficulties en- 
countered on Fessenheim 1, Bugey 2 and 4 (centering rods of the guide tubes 
of the control rods) and Saint-Laurent Bl and B] (drier-superheater and 
alternator rotor). 


The annual shutdown operations for maintenance and refueling have begun 
for Dampierre 1. They are being continued on Gravelines 2 and 3 and 
Dampierre 3} and have been finished at Tricastin 3, 


Units of the natural uranium gas-graphite type at Marcoule G3, Bugey 1 and 
Chnon A2 have operated satisfactorily. 


During the month of September, the Monts d‘Arree power plant started its 
annual shutdown for programmed maintenance, 


As for the participating units, the annual shutdown at Chooz ended during 
September; Phenix operated at two-thirds of its nominal power, with the 
exception of a shutdown period for the purpose of various monitoring.... 


Noteworthy events: 


During the annual shutdown for maintenance and refueling at Bugey 4, the 
televisual examination of the pin nuts of the control array guide tubes 
showed a pin broken in its housing. Technical difficulties of the same 
nature had been observed previously at Fessenheim 1 in March 1982, then at 
Bugey 2 in July 1982. The beginning of repair work, finished at 
Fessenheim 1 since the end of the month of September, after qualification 
of repair materials and procedures, should make it possible to regain the 
availability of these units prior to the end of the year 1982. 
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Gravelines 61 remained shut down through the entire month of September in 
order to allow rebuilding and monitoring of the tightness of the primary 


pumps. 


Examination of the hoops (holding devices for the coil heads) of the alter=- 
nator rotor at Saint-Laurent Bl revealed a state of corrosion requiring 
further expert examination. Similar investigations on the Chinon Bl rotor 
have led to delaying the first connection of this unit to the network. 
Blayais 2, in the start-up test phase, reached its nominal power on 

13 September 1982 


For the natural uranium gas-graphite type, Chinon A} remained shut down to 
temporarily avoid progression of the deteriorated state observed on certain 
internal structures of the reactor while awaiting the development of appro- 
priate repair materials and procedures. 


The gradual restarting of Saint-Laurent A2 following the 13 March 1980 
incident presented no particular difficulties. 
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NETHERLANDS 


RADIOACTIVE WASTE STORAGE ON LAND 
The Hague ANP NEWS BULLETIN in English 7 Dec 82 p 3 


[Text] The Hague, December 6--Dutch radioactive waste will be stored on a 
site at Velsen near IJauiden over the next ten years, so that dumping in 
the Atlantic will stop as from 1983, Housing, Physical Planning and Environ- 
ment Minister Pieter Winsemius said today. 


He informed the second chamber that a Central Organisation for Radioactive 
Waste (Covra by its Dutch initials) would be set up, to take over care for 
the country's radioactive waste from the ENC Netherlands Energy Research 
Centre. 


The one-hectare storage site with a builtup area of 2,800 square metres is 
located on the North Sea Canal and the Velsen road tunnel. It is bounded 
by an industrial site, allotment gardens and farmland. 


Dr Winsemius said measures would be taken to guarantee the safety of the 
population and environment in the area. 


The waste to be stored at Velsen is from hospitals, universities, labora- 
tories and nuclear power stations, the minister said, adding that highly 
radioactive and fissionable waste from nuclear power stations ‘is being 
processed and stored in a wholly different manner’. (It is being 
reprocessed in France and Britain.) 


He said the storage at Velsen would be temporary. A special committee 


would study a final solution for the removal of the waste and present a 
report to the government not later than in March, 1984, he said. 
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